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D5314-041 PUREAIR ASSEMBLY 


NOTES: 
1) MATERIAL: N/A 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY WITH DART P/N "D5314-041" PER DART QSI 044, SECTION 6.1 
7) WEIGHT: 22 lbs 
8) TRIM D5313-1/-2 COVERS TO SUIT. 
9) TRANSFER DRILL 
0.125" RIVET HOLES FROM QB05043 PUREAIR PARTICLE SEPARATOR TO THE D5313-1/-2 
COVERS (8 PLACES PER COVER) 
10) TRANSFER DRILL 
0.210" HOLES FROM QB05043 PUREAIR PARTICLE SEPARATOR AND INSTALL DZUS FASTENERS 
(2 PLACES PER COVER) 
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